MALBIS  MEMORIAL  CHURCH 
Malbis,  Alabama  36526 
Built  at  a  cost  of  more  than  $1  million  over  a 
period  of  five  years,  this  splendid  Byzantine  style 
church  of  the  Greek  Orthodox  Church  stands  in 
stark  contrast  to  its  rural  Alabama  surroundings. 
U.P.I.  Telephoto. 

The  visitor  coming  in  from  the  highway  steps  into 
beauty  and  into  solemnity  and  the  story  of  the 
church  is  told  him  in  dignity.  He  is  free  to  spend 
minutes,  or  hours,  and  regardless  of  the  time  he 
gives  in  this  closeness  to  God,  he  goes  away  glad 
that  he  stopped,  wondering  at  these  works  of  a  man 
who  was  led  by  God  to  settle  in  a  wilderness  thou- 
sands of  miles  from  home,  a  man  of  faith.  But 
then  you  will  recall  your  Scriptures  where  it  says 
"Faith  will  move  mountains".  By  Barrett  Shelton  of 
"The  Decatur  Daily". 
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